SCHREIBER’S ELEVATOR HOTEL APTS. 

820 Euclid Avenue 
MIAMI BEACH, FLORIDA 

Ideally located — Convenient to Surf Bathing, Golf 
Courses and Shopping District — Apartments tastefully 
furnished and modern throughout — Every comfort 
for guests. 
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